USDA 


United States Department of Agriculture 

Animal and Plant Health Inspection Service F 1 1 2005 




JBALTRUSH 

1940 custjd 
165550 inspjd 
12074 site id 


COMMERFORD & SONS INC R W 


ROUTE 4 
P.O. BOX 188 
GOSHEN, CT 06756 


Customer ID: 1940 
Certificate: 16-C-0006 

Site: 001 

COMMERFORD AND SONS, INC. 

inspection 

Type: ROUTINE INSPECTION 
Date: FEB-03-2005 


3.125 ( a ) 

FACILITIES, GENERAL. 

The facility must be constructed of such material and of such strength as appropriate for the animals involved. The indoor 
and outdoor housing facilities shall be structurally sound and shall be maintained in good repair to protect the animals from 
injury and to contain the animals. 

While conducting this inspection it was noted that there were holes in the wood walls of the nelgai enclosure. There were 
holes in the bottom of the walls that had been repaired. However, there were two holes -4 - 5' up the wall. These holes will 
need to be addressed. 

*** To Be Corrected By: February 5, 2005 

3.130 

WATERING. 

All water receptacles shall be kept clean and sanitary. 

The water trough in the goat and sheep pen had an accumulation of algae present. This receptacle will need to be cleaned 
on a more frequent basis. 

*** To Be Corrected By: February 4, 2005 


3.131 { c ) 

SANITATION. 

Premises (buildings and grounds) shall be kept clean and in good repair in order to protect the animals from injury and to 
facilitate the prescribed husbandry practices set forth in this subpart. 

During this inspection it was noted that the food prep table in the elephant bam was in need of repair. The counter top is 
covered with Formica. However, it is now showing signs of wear. The Formica has been cut into numerous times and now 
there is bare substrate present. 

This counter top will need to be replaced. 

***To Be Corrected By: February 12, 2005 






